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The Automated Lighting Company 
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Vari-Lite, Inc. introduces the Series 300°" automated | 
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Worldwide Leader in Automated Lighting 


DALLAS 

LAS VEGAS 
LOS ANGELES 
NASHVILLE 
NEW YORK 
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TEL 214/630 1963 
TEL 702/795 4766 
TEL 818/507 0700 
TEL 615/834 3190 
TEL 212/645 5400 
TEL 407/351 9800 


TEL 44/181/575 6666 


TEL 32/16/60 7648 
TEL 49/221 582088 
TEL 34/1/464 10 92 


TEL 33/1/41 1401 00 


TEL 46/8/654 18 55 
TEL 43/1/609 02 


TEL 81/3/3446 0041 
TEL 52/5/523 68 22 
TEL 54/1/795 6445 
TEL 852/7157878 
TEL 82/2/479 1753 
TEL 61/2/317 5200 


Primetime Emmy awards for 
outstanding achievement in 
engineering development. 


1990-1991 VARI*LITE” Series 200™ 
automated lighting system. 


1994 VARI*LITE® VL5™ wash luminaire. 


FAX 214/630 5867 
FAX 702/795 4768 
FAX 818/507 0800 
FAX 615/834 3192 
FAX 212/645 5420 
FAX 407/351 9893 


FAX 44/181/575 0424 


FAX 32/16/60 8861 
FAX 49/221 5801979 
FAX 34/1/479 58 25 


FAX 33/1/45 07 96 79 


FAX 46/8/652 83 58 
FAX 43/1/609 0220 


FAX 81/3/3440 1510 
FAX 52/5/536 87 56 
FAX 54/1/7960700 
FAX 852/7611593 
FAX 82/2/488 2549 
FAX 61/2/693 5451 


VARI*LITE® automated lighting equipment is made in the U.S.A. 
Protected by U.S. Pat. Nos. 4,095,139; 4,392,187; 4,602,321; 
4,688,161; 4,701,833; 4,709,311; 4,779,176; 4,800,474; 
4,972,306; 4,980,806; 5,010,459; 5,031,078; 5,073,847; 
5,186,536; 5,209,560; 5,278,742; 5,282,121; 5,307,295; 
5,329,431; U.S. Design Patent No. D347,133; 

United Kingdom Design Reg. No. 2029499; 2033108; 

German Utility Model Reg. No. G9312884.3 and G9314158.5. 
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© 1994 Vari-Lite, Inc. All rights reserved. 


Printed in the U.K. 
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